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May 14, 2019 | HEALTH, FOOD SCIENCE 


All uncontaminated food stored at -37 degrees (Farenheit) remains safe to eat for a 5 day 
period if covered. 12 hours if uncovered. 

(For an average-sized refrigerator in the average American household). 
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